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E.O. 11652: XGDS1 

TAGS: ESTC, COCOM, GW, PL 

SUB J : GERMAN OSCILLOSCOPE TO POLAND - IL 1584 

REFS: A) COCOM DOC. (77) 414 AND 414.2, B) STATE 148234 
C) PARIS 22353 

1 . GERMAN DEL IS PRESSING FOR U.S. RESPONSE TO HIS 
MEMORANDUM COCOM DOC. (77) 414.2, WHICH POINTS OUT THAT 
PROPOSED OSCILLOSCOPE DOES NOT CONTAIN TRAVELLING WAVE 
TUBE AS U.S. OBJECTTION ALLEGED AND WHICH REQUESTS RE- 
CONSIDERATION OF CASE BY U.S. THIS CASE NOW ON AGENDA 
FOR FIRST COCOM MEETING SEPT. 13. GERMAN DEL QUITE 
LIKELY TO MAKE ISSUE OF FAILURE OF U.S. TO RESPOND PAR- 
TICULARLY AS OBJECTION WAS JUSTIFIED ONLY ON THE 
GROUND THAT OSCILLOSCOPE DID CONTAIN A TRAVELLING WAVE 
TUBE. 

2. ACTION REQUESTED: NEW U.S. POSITION ON REFCASE, OR 
ADDITIONAL JUSTIFICATION OF PREVIOUS OBJECTION BY SEPT. 

13 COCOM MEETING. 
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